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of 50, that is, 60 by 80 feet. If we assume that each
class contains 50 pupils; that the school day contains
seven 45-minute periods; that a plan of overlapping
go-minute periods is adopted, making seven gymnasium
periods per day, then one such gymnasium will pro-
vide two double gymnasium periods per week for
875 pupils, and the two gymnasiums will provide
for i>75o pupils. Practically, however, it is difficult
to organize the schedule of a period so that each
gymnasium class will have the same number of pupils.
Proportional increases or deductions should- be made
according to the number of pupils and the number
of class periods.

One gymnasium will be adequate where the school
enrolls from 200 to 600 pupils. In small schools of
fewer than 200 pupils one room might serve as the
gymnasium for boys and girls, and also for the town
hall It might also be used for community recreation
centre and for public meetings, A room used for
combination purposes should have the windows and
lights protected with wire screens to avoid breakage
during games. The walls and ceiling should be of
concrete, metal, or wood rather than plaster, for the
same reason. No gymnasium should be constructed
less than 50 by 70 feet.

I omit the recommendations about showers
and lockers, pools and playgrounds, as the
requirements of the different countries, in
these matters, must vary.

Under the head of Time Allotment, the
committee recommends that " two double
(each single period of 45 minutes)